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PART III 


Notifications by High Court, Advertisement, Notices and Change of Name etc. 


PUBLIC NOTICE 


IN THE COURT OF THE MAIN MOTOR ACCIDENT CLAIMS TRIBUNAL BHARUCH 


MACP NO . 406/2010 


Exh . 39 


Applicant : 


HEMATBHAI VIJAYBHAI PAVAR 


Adv . V M KATARIA 


Vs. 


Opponent: 


2 PREMSING KHERSING PROP . OF MES . CHAUDHARI MUVARS ROAD NO . 17 , 
AIRFORCE STATION , OLD DELHI, GURGAON ROAD GURGAON HARYANA - 122 001 


Whereas the applicant has filed MACP NO.406 / 2010 in this Tribunal for compensation of Rs. 33,00,000 for 
the accident caused by VEHICLE NO . H.R.- 55 E -7600 at.Ankleshwar the Jurisdiction of Ankleshwar Police 
Station , the notice of this Tribunal has been returned unserved against above Opponent No.2 . 
This public notice issued by the Tribunal, let Opponents Nos. 2 to make notices of this claim that it will be heard by 
the Tribunal on DATE 28-11-2017 at 11.00 a.m. If does not appear and file their defense the claim will be decided 
ex parte against them . 
Given under my hand and the seal of the Court , this 10 -nove - 2017 . 


Preparedy by (Pratik Vasava ) 


S. K. KASADWALA , 

Dy . Registrar , 
Motor Accident Claim Tribunal Bharuch . 


Compared by (Shailesh . H. Parmar ) 
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